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INDUSTRIES DEPARTMENT 


The 13th Cctober , 1972 
No.7886-51B1-72 / 33303. — Whereas the Governor of Haryana is satisfied that land specified 
below is needed by The Shri Sarvsvati Spinning Mills at Bhiwani District Hissar for constructing quarters, 
school, play -ground , dispensary etc. for its industrial workers , for which notification No. 8062-5TRT- 71 /38078 , 
dated the 9th December, 1971, under section 4 of the Land Acquisition Act, 1894 , has been published , it is 
hereby declared that the land described in the specification below is needed for the afore said purpose . 

This declaration is made under the provision of section 6 of the Land Acquisition Act , 1894 , for the 
information of all to whom it may concern . 


The Plans of the land may be inspected in the office of the Sub -Divisional Officer ( Civil) Bhiwani 
District Hissar . 

SPECIFICATION 


District 


Tehsil 


Locality 


DESCRIPTION 


Khasra No. 


Area 


Hissar 


Bhiwani 


Bhiwani Jaunpal 


4.00 
2.8 


13/24/2 Min 
21/2 , Min 
22/1 , Min 
16/4 Min 
7/1 Min 
7/2 Min 
14 


4.16 
3.8 
4.4 
8.8 


80 


80 


13 
12 
10/2 
1 ) 
1/1 


6.19 

7.4 
6.4 


Grand Total 


64.10 


M. L. BATRA , Secy . 
CHIEF ENGINEER HARYANA , P.W.D., PUBLIC HEALTH BRANCH , 

CHANDIGARH 

The 13th October , 1972 
No. 8948 -PH /EI. --Shri Pritam Chand Sub -Divisional Engineer, Special Water Supply Rural 
Investigation Public Health Sub -Division , Rohtak took over additional charge of Special Water Supply Rural 
Investigation Public Health , Sub -Division Hissar, with effect from 9th September, 1272 (afternoon ) relieving 
Shri Simar Singh resigned . 

No. 8954 -PH /EI . — Shri Baljeet Singh , Sub -Divisional Engineer, Panchkula Project Public Health 
Sub -Division No. I , Chandigarh took over additional charge of Panchkula Project, Public Health Sub -Divi. 
sion No. 3 , Chandigarh , with effect from 8th September, 1972 (forenoon ) relieving Shri Malkiyat Singh resigned , 

The 18th October , 1972 
No. 30-72 9068 . - On reversion from deputation with Public Works Department Buildings and Roads 
Branch (Haryana ) Shri V. P. Tuteja , Sub - Divisional Engineer took over charge of Public Health Sub -Division 
No. 1. Bhiwani with effect from 20th September , 1972 ( forenoon) relieving Shri B. R. Gupta granted 
earned leave . 


J , L. SETHI, 


Chief Engineer , Haryana , 
P.W.D., Public Health Branch, 

Chandigarh , 


